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‘SECRET, 


{2 JUL 1978 


ef, Real Estate and Construction Divisfon, OL 


SUBJECT : Request for Proposal 
REFERENCE: Memo dtd 21 Jun 76 to C/PD/OL fr[ same 
Subject 


1. Action on the referent request was transferred to this office 
because of the nature of the project. 


2. A detailed estimate of costs has been developed by this office 
and submitted to the Director of Training for his consideration of the 
overall project. 


4, In order to avotd split responsibilities, it is recommended 
that the building procurement be a part of the construction contract 
rather than having it furnished by the Government. 


Distribution: 
Orig. - Addressee 
Vv = OL/RECD (Official) 
1 - OL/RECD/FEB Chrono 
1 - OL Reader 


i || (2 duly 1976) 
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